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ABSTRACT 


Since parameter planes were introduced, considerable 
investigation has been conducted in proving that the re- 
sults obtained by this method are in agreement with those 
obtained from various other proven techniques. Research 
undertaken in this paper illustrates methods by which para- 
meter planes are useful in the design of electrical net- 
works. The investigations were conducted on an active 
parallel-T filter, in which the utilization of the con- 
stant bandwidth curves are beneficial, and the high Q 
double tuned filter, where constant zeta curves aided in 


the design. 
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1. INTRODUCTION 

The mathematical bases for parameter plane analysis 
of systems are available in (1) and (2). Parameter plane 
techniques have been applied to the problem of analyzing 
the dynamic response of systems with some attention to 
compensation design. This thesis is concerned with the 
problem of implementing parameter plane procedures as a 
useful aid in the design of electrical networks. The pur- 
pose of this paper is to incorporate parameter planes in 
the design of actual circuits. These circuits have been 
selected to illustrate the varying degrees of assistance 


the utilization of parameter planes can provide. 


2. PHILOSOPHY OF PARAMETER PLANES 

In the design of certain electrical networks it would 
be advantageous to have available a procedure for deter- 
mining the most satisfactory values of various circuit ele- 
ments other than by trial and error. Preliminary studies 
have shown that parameter plane techniques give results 
that are in agreement with those obtained with other proven 
techniques. The parameter plane provides a family of 
curves where two of the variables are two of the circuit 
elements. Various families of curves are readily computed, 
each providing information about some chosen circuit char- 
acteristics as a function of the two variables. One curve 
which provides very beneficial information is the family of 
constant bandwidth curves. Here the two circuit elements 
are incorporated as the coordinate variables, and the re- 
sulting family of curves displays the values of these ele- 
ments which result in a constant magnitude of the frequency 
response of the circuit. A second curve which is available 
for network design is the constant zeta curve. Here the 
family of curves represents the element values necessary to 


establish the desired value of zeta for a given network. 
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3. THE ACTIVE PARALLEL-T NETWORK 


3.1. The active parallel-T network of figure 3-1 is one 
section of the RC elliptical function filter designed by 
NASA's Ames Laboratory. Мг. Nakagawa in his thesis (3) 
uses this network to show that the results obtained by pa- 
rameter plane techniques are in agreement with known ex- 
perimental results. Utilizing this network, two specific 
configurations will be examined for the application of pa- 


rameter planes in their design. 


3.2. From (3), the transfer function T(s) for this network 


was shown to be: 


2 
МЕЗ — Бы ID aL. мас. ae оо. (3-1) 


I рез | Gce2)/x ||2 B 58) | р Р | (к+1)/2 |Е 


where p = RCs, thus normalizing the transfer function to 1. 
Since p could then be considered to have assumed the role 
of s, substituting p = jW into T(s) and plotting the fre- 
quency response resulted in the magnitude of T(s) being 
identically zero (or minus infinity in db) at W= 1, the 
‘notch frequency', fa This notch frequency could then be 


adjusted as desired by using the relationship: 


«лі 1/2т RC (3-2) 


3.3. For the first configuration, a capacitance co 


will be incorporated as the load impedance "7". 
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Substituting Z = 1/C,s into equation 3-1: 


2 


T(s) = К 
8 | бена) ик [2 + kRC,s - К|р+ 1 + (К+1) КС, 8 


пом let Се = C'C, then: 


2 
« K(p? + 1) 
Т (5) ге 2 = = 
p^ * | (k«1)/k]|2 * kc'Res- K|p * 1 * (к+1)с"все 


since p - RCs: 


2 
T(s) = 五 -一 一 一 До 
р + КЕ 十 下 Cn p= K |p + 1 + (k+1)C'p 


K < + 1. 


Ts) “Ti+ (ktl)c' | p2 + |((k+1)/c ) @-K) +(k+1)C'|p+1 


(3-84 
Since parameter planes provide for two circuit parameters 
being variable, it is necessary to designate which of the 
three elements present in equation 3-3, amplifier gain 'K', 
normalized capacitance "C'", and component ratio 'k' should 
be made the variables, alpha and beta. For the normalized 
transfer function, the two zeros are always located at plus 
and minus one on the omega axis; therefore, the poles will 
be examined to determine the alpha and beta variables. 
Since the coefficients of the р term and the constant term 
are always positive, the coefficient of the p term must be 


greater than or equal to Zero to insure stability. 


Ша 


Wp lase his crTieemrTon: 


| (к+1)ук | 2 - K | + (k+1)C' > 0 (3-4) 


or rearranging: 


KSP kC (5-95) 


From equation 3-4, observe that the amplifier gain 'K' is 
preceded by a negative sign making the selection of its 
value very critical for system stability. It will there- 
fore be designated as the variable parameter, alpha. The 
selection of the component ratio 'k' or the normalized 
capacitance "C'" as the second parameter variable have 
equal merit when equation 3-5 is examined. However, since 
the normalized capacitance "C'" has a direct relationship 
to the primary capacitance 'C', it will be designated as 
the variable parameter, beta. These two selections also 


correspond to those of Mr. Nakagawa's in (3). 


3.4. Figures 3-2 and 3-3 represent examples of the many 
families of frequency response curves which can be formu- 
lated for this network configuration. For both figures, 
the component ratio 'k' and the normalized capacitance "c'" 
have been kept constant while the amplifier gain 'K' has 
been varied to produce the eight observed curves. 

A further examination of figure 3-3 indicates that the 
portion of the frequency response between omega = 0.3 and 
omega - 0.9 is in fact similar to the response expected of 


a second order system with a pair of complex conjugate poles. 
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By evaluating the individual curves, it appears that the 


damping, zeta, 1S approaching zero when K = 3.2. Using the 
values of k = 3.0 and C' = 0.4 with K = 3.2 it is found 
that: 


| (к+)с'+ 1] 5 1| нуу, | |2-к| + (к+1)с'| +1 =2.6р2+1 


which verifies that the damping is indeed zero at K = 3.2. 
By substituting p = jW, it is found that this occurs when 


the natural frequency is: 


w = 1/2,6 = .62 radians 


n 


With this information, the desired frequency response can be 
specified. 
For further illustration, it will be assumed that the 


desired response occurs when: 


amplifier gain 'K' = 2.4 
component ratio 'k' - 3.0 
normalized capacitance "C'" = 0.4 


These values have been extrapolated from figure 3-3. 


3.5. Figures 3-4 through 3-10 are the constant bandwidth 
curves to be utilized in conjunction with figure 3-3. For 
each figure, the component ratio 'k' has been kept constant 
at 3.0 and each graph represents the constant bandwidth 
curves for a particular value of omega. The utilization of 
parameter planes has now allowed the amplifier gain 'К' to 


be the ordinate variable and the normalized capacitance "C'" 


l4 


to be varied along the abcissa. The separation between 


consecutive bandwidth curves has been maintained at a con- 


stant 2db. 
From figure 3-3, the region between omega - 0.4 and 
omega = 0.8 would be considered the most sensitive to the 


network's component values since the magnitude of the indi- 
vidual curves varies considerably in this area. This can 
be readily verified on the constant bandwidth curves by 
utilizing the selected operating values designated as 
point A on figures 3-4 through 3-10. From figure 3-4, the 
graph representing omega - 0.4, point A is located where 
the constant 6.85db curve would appear. To remain within 
a magnitude of plus or minus ldb, the amplifier gain can 
vary over the range of 2.25 to 2.55 when interpreting the 
range marked on the ordinate axis. Similarly, from figure 
3-5, omega = 0.6, the increased sensitivity can readily be 
noted since the amplifier gain "К" is now limited to the 
range of 2.32 to 2.48 to achieve the same tolerance of a 
plus or minus ldb deviation in magnitude. This range is 
the same for omega = 0.65, figure 3-6, but then gradually 


increases again as omega increases, i.e.: 


Omega - 0.8 2.2» SE SOM 
Omega - 0.95 ЖАҚ 9 2.8 
Omega - 1.05 ај "Не ЗЕ 
Omega = 1.20 2. Sw 2.61 


which are the graphs of figures 3-7 through 3-10. 
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The acceptable limits for the normalized capacitance 
"C'" can also be determined, but since the region of great- 
est sensitivity occurs in the area of omega - 0.60, only 
figure 3-5 will be utilized for this purpose. Here the 
normalized capacitance can vary between 0.37 and 0.43 and 
still be within the plus or minus ldb tolerance. 

Since the preceeding determinations were conducted on 
one of the variables when the second was kept at its exact 
desired value, it is necessary to determine a maximum de- 
viation of the two parameters as a combination. Using 
figure 3-5, it is seen that the normalized capacitance "С'" 
tolerance can be plus or minus 7.5 percent, and the ampli- 
fier gain "K" tolerance plus or minus 3.3 percent when con- 
sidered individually. Therefore, when considered as a com- 
bination, allowing the amplifier gain "K" to vary from 2.33 
to 2.47, approximately plus or minus 3 percent, and the 
normalized сарасағавсе "C U Cos var y from 0.375 to 0.25; 
plus or minus 5 percent, the maximum of a plus or minus ldb 
deviation in the magnitude of the frequency response can be 


Maintained. 


3.6. Having determined that the values of amplifier gain 
"K", component ratio "k", and normalized capacitance "С"" 
are acceptable, the values of the remaining network ele- 
ments can readily be determined once the desired notch fre- 
quency is selected. For example, assume that the notch 


frequency is to be located at 1.59 KHZ. Then, with a value 


of R = 10 K ohms, and using equation 3-2; 
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са: 1/2ТВ f 
с = 1/27 (104) (1.595) (103) 
С = 0.01H# farads 


Using these values of C and R and the desired component 
ratio, k = 3.0, the other network resistors and capacitors 


can now be calculated as follows: 
с/е = 0.00334 farads 
( (к+1)/к) с = 0.0133u farads 
kR = 30 Kohms 
(k/(k+1) ) R = 7.5 Kohms 


The remaining element value to be determined is the load 


capacitor. 
From с, = С'С 


С, = (0.4) (0.01) = 0.00484 Еагааз 


Inserting all the component values in figure 3-1, the de- 


sired network is as shown in figure 3-la. 


3.7. For the second configuration, a resistance га will 
be incorporated as the load impedance, Z. Substituting 


into the transfer function, T(s), equation 3-1 now becomes: 


K (p + 1) 


пр на Оре кр, тост, 


18) 


Letting R/R, = В', where R' is defined as the normalized 


resistance, T(s) becomes: 


K (p^ + 1) 
Т ( є ) - = 
Е | (к+1)/к||2 T kR'- K| р + 1 + (k-l)R' 
or 
2 
T(s) = K(p + 1) 


р? + | (ку /к|| 2 - кр +(k+1)R'p + 1 +(k+1)R' 


( 3:260 
To determine the two network elements which are to be the 
parameter plane variables, the same criteria used for the 
first configuration will be applied here. Again, the co- 
efficients of the ва term and the constant term are always 
positive, so the coefficient of the p term must always be 
greater than or equal to zero for system stability. The 


application of this criterion to equation 3-6 yields: 


(К + 1/к) (2 - K) + (k + 1)R' 20 (3-7) 


K < 2 + КВ! (3-8) 


These two equations are identical to equations 3-4 and 3-5 
except that the normalized capacitance "С'" has been re- 
placed by the normalized resistance "В'". Therefore, the 
amplifier gain "K" will be designated as the variable 
alpha, and the normalized resistance "R'" will replace the 


normalized capacitance ™"C'" asthe variable bara. 
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3.8. Figures 3-11 and 3-12 are examples of the frequency 
response for this network configuration. If these families 
of curves were to be rotated about the omega = 1 axis, it 
is seen that they are indeed similar to the curves obtained 
for the previous configuration when the load impedance was 
the capacitance "C "° Examining these curves, note that 
the area between omega = 1.05 and omega = 1.6 again re- 
sembles the frequency response expected from a second order 
system with a pair of complex conjugate poles. 

From figure 3-11 it appears that the stability limit 
is achieved for a value of amplifier gain 'K' equal to 3.0. 


By substituting into equation 3-8, it is found that 
Ко з 3390 


which agrees with the value determined graphically. Uti- 
lizing this information, a desired frequency response can 
again be selected. For the remainder of this illustration, 


the frequency response associated with 


amplifier gain ‘K' = 2.0 
component ratio'k' = 2.0 
normalized resistance "ВЕ!" = 0.5 


will be utilized. 


3.9. Figures 3-13 through 3-18 are the constant bandwidth 
curves to be utilized with figure 3-11, Again the network 
component ratio 'k' has been maintained at a constant value, 
in this case 2.0, and each graph represents a different 


value of omega. For this configuration, the normalized 
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resistance "R'" now becomes the abcissa variable while the 
ordinate variable, amplifier gain 'K' and the 2 db separa- 


tion between curves remain the same as for the first confi- 


guration. Іп figure 3-11, the magnitude between successive 
curves has the greatest variation in the area omega - 1.05 
to omega = 1.60. Utilizing the same criterion as before, 


that of remaining within plus or minus ldb, acceptable 
tolerances can be determined for the amplifier gain "K" and 
the normalized resistance "R'". From figure 3-17 it is 

seen that point A, the position of the selected operating 
values, is located where the constant 2.5db curve would 
appear. Thus utilizing the plus or minus ldb deviation cri- 
teria, the amplifier gain "K" can vary over the range of 
1.92 to 2.08. A similar examination of the remaining con- 


stant bandwidth curves results in the following values: 


omega - 0.8 КЕЛ << Ko З 
omega = 1.1 los KS 2 12 
omega - 1.2 1 OG s Ku 7 M) 
omega = 1.4 192m Ms S 
omega - 1.8 Tove Kk іо 


It can be seen that the differences between the operating 
ranges of the amplifier gain for the various omega values 
does not change appreciably when compared to the differ- 
ences observed for the previous example. This is due to 


the fact that the selected operating values have resulted 


in the system being further displaced from the area of 


instability. 
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In determining the tolerance range of the normalized 
resistance "Б"", figures 3-16 and 3-17 will be utilized. 
From both figures it is seen that the normalized resistance 
"В'" can vary over the range 0.46 to 0.54 when the ampli- 
fier gain "K" is equal to 2.0. 

To determine the allowable tolerances of the amplifier 
gain "K" and the normalized resistance "R'" as a combina- 
tion and remain within the plus or minus ldb specification, 
either figure 3-16 or 3-17 can be used. When the amplifier 
gain "K" is restricted to the range 1.94< K < 2.06, a tol- 
erance of plus or minus 3 percent, the normalized resistance 
"R'" can vary over the interval 0.47 to 0,53 which is a 


tolerance of plus or minus 6 percent. 


3.10. With the determination having been made that the 
selected operating values are acceptable, the remaining 
values of the network elements can be determined after se- 
lecting the desired notch frequency. Utilizing the 1.59 
KHz selected for the previous example and a capacitance 
value of 0.01 farads from equation 3-2, the resistance "R" 
is again equal to 10 K ohms. With the component ratio "К" 
now equal to 2.0 and the normalized resistance "R'" equal 


to 0.50, the remaining element values are: 


C/k - 0.0054 farads 
(k-1/k)C 2 0.0154 farads 


КВ = 20 K ohms 
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(k/k+1)R = 6.67 K ohms 


m = R/R' = 20 K ohms 


Inserting the computed values into figure 3-1 results in 


the completed circuit of figure 3-1b. 
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Figure 3-3. Frequency Response of the Active Parallel-T 
Network with a Capacitive Load. k=3.0, C'=0.4 
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Figure 3-4. Constant Bandwidth Curves of the Active Par- 
allel-T Network at Omega - 0.4 for a Capaci- 
tive Load 
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Figure 3-12. Frequency Response of the Active Parallel-T 
Network with a Resistive Load. k=3.0, R'=0.4 
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4, THE DOUBLE TUNED FILTER 


4.1. То investigate the utilization pf parameter planes и 
the design of higher order systems, the double tuned filter 
of figure 4-1 was examined. The purpose of this filter is 
to provide two separately tuned networks which results іп а 
very high Q for the system. An example of the high Q of 
this filter is shown in figure 4-2 where the amount of atten- 
uation in db has been plotted versus frequency. It can be 
noted that the response of the system has changed by 40 db 
over a frequency range which is less than an octave. By 
examining figure 4-1, it can be seen that there are six 
capacitors present which will result in the transfer func- 
tion of the system having a sixth order denominator.  How- 
ever, by considering the two amplifiers as being operation- 
al amplifiers so that the output voltage of the amplifier 
is equal to the input voltage to the amplifier times the 
gain of the amplifier, the network can be separated into 
the three individual sections shown in figure 4-3. With 
this stipulation, the overall transfer function of the 
double tuned filter can be determined by finding the trans- 
fer functions of the three individual sections and multi- 
plying them together. The individual sections are first, 
second and third order systems which will result in trans- 
fer functions having polynomials which are easier to ex- 
amine. By examining the three individually we see that the 


Circuit has essentially been separated into an active low 


A4 


pass filter, an active bandpass filter and a RC high pass 
filter. In designing the double tuned filter, the three 
sections will first be considered separately to determine 
the individual responses, then various combinations will 
be investigated to determine if the actual results agree 
with the results that would be expected. 

The transfer functions of the three individual systems 
have been derived and are available in Appendix A. In this 
section only the final results of these derivations will be 


specified. 


4.2. From equation (3) of Appendix A the transfer function 
of section l of figure 4-3 is 
иен) иза овас) 


T 2S Se EES н 
SE Sk R ER CAER. VRE NR ERE) 


~ 


(2-1) 
Since the purpose of the entire network is to act as a high 


Q bandpass filter, two possibilities exist concerning the 
poles of this transfer function. One is to have two real 
poles both located to the right of the zero on the Bode 
diagram. Under this configuration, the db rise and drop 
would be 20 db per decade. The second possibility is to 
have a pair of complex conjugate roots as the two poles of 
the transfer function. When the damping coefficient, zeta, 
is very small, a very distinct peak can be obtained at the 
desired frequency. This peak will have a db rise and fall 


which will be considerably greater than the 20 db per 
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десаде encountered under the first possibility. Since a 
high Q network is desired, the second possibility will be 
examined. 


From equation 4-1, 


zt Ww 
and 
а rs -—— ер С.+В.С.+ (1-А) В.С ) (4-3) 
n R,C4 RC; Tl TUTO 172 


By rearranging equation 4-3, 
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кос» ле р 


Figures 4-4 through 4-6 are three examples of the fre- 
quency response which is attainable with this filter. The 
шагай тгесраёпсуү, We has been shifted for each of the 
three figures, and the eight curves presented on each fig- 
ure are the amplifier gains which correspond to a specific 
damping coefficient, Zeta. 

When substituting into equation 4-4 the component 
values that are associated with figure 4-4, it is found 
that: 

A = 3-26 


From this the following table is obtained: 
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The substitution of the component values associated with 
this figure into equation 4-2 results in the natural fre- 
quency w being equal to 3.0. By examining figure 4-4, it 
is seen that the computed values of Č and the amplifier 
gain 'A' associated with the desired values of zeta are in 
agreement with the corresponding curves that have been plot- 
ted in figure 4-4. 

By applying this procedure to the other two figures, 


for figure 4-5 where шоо. 10: 


476 
|| 
О 

9 

© 
O 
Ен 
© 
9 

NO 
© 
9 

NO 
л 
O 
О) 
© 
> 
O 
9 

л 
© 
9 

Ox 


and for figure 4-6 where C= 100: 
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The result of further investigation in this section was 
the constant bandwidth curve of figure 4-7. While this fig- 
ure provides the values of Ry and the amplifier "А" песез- 
sary to maintain a constant magnitude of the transfer func- 
tion at the specified frequency, no information is presented 
with respect to the value of zeta which is associated with 
each of these values. Of particular interest is the fact 
that the value of the natural frequency is continually 
changed as R; is varied which can be readily verified from 
equation 4-2. Thus the information obtained by examining 


the constant bandwidth curves of figure 4-7 is of little 


assistance in the design of this section. 
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Since the purpose of the entire network is tO provide 
a frequency response with a high Q, a formulation of graphs 
consisting of constant zeta curves should prove desirable. 
Considering equation 4-4, two discrete representations can 


be generated when (1) В, = В 


1 2 ОК а. = Со: For the case 


1 
when R4 = В 


C c 
А = = - 204-3 42 
2 2 
and for С. - с. 
R =) 
А = - 2t [2 + 2, 
1 1 


Figure 4-8 shows the constant zeta curves which result 
from either of the above equations when the amplifier gain 
"A" is the abcissa and R/R} or с/с» is the ordinate. The 
Significance of these curves lies in the fact that they can 
be applied regardless of what value of natural frequency w 
is desired, since the only specifications are the relation- 
and C., or between R, and R.. 


T 2 1! 2 


When entering this figure with the component values asso- 


ships which exist between C 


ciated with figures 4-4 through 4-6, observe that the re- 
sults do in fact correspond. Thus the constant zeta 
curves represented by figure 4-8 do provide useful infor- 


mation for the design of this section. 
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4.3. For the second section of the double tuned filter 
shown in figure 4-3, from equation 7 of Appendix A the 
transfer function is 


(352) 


BR,C.s (1+R Cos) 


T, (s) Е 1+5(В. С. +В С +R C +R ,C +R 


3CS3+R5C5+R6C6+R4C3+R4C5+(1-B)R5C6+(L-B)R4C6) 


2 
+s (Как СС ЕКС СРЕ ЈЕ Саса КЕ, 8 СС ЕКС С, 


+В ВСС ВВ С.С + (1-В) В В.С4С( + (1-В) ВВС СЕ 


(1-8) Ё,В,С.С,) 


3 
+s (R4R5R6C3C5Cg+R3RS5R6C3CsC6+R3R4R6C3C5C 


6) 

By examining the combination of elements present in the in- 
put portion of this section, it is seen that they are in an 
array Similar to that of a bandpass filter. Тһе frequency 
responses shown in figures 4-9 and 4-10 confirm that this 
section does in fact represent a form of a bandpass filter, 
Of particular interest is the marked differences which are 
present in the two figures. Figure 4-9 has a very pro- 
nounced peaking which is the desirable condition to attain 
a high Q, while the response of figure 4-10 is much broader, 
rising and falling at a rate of 20 db per decade. Since it 
is the high Q which is desired for the overall network, 
only figure 4-9 will be examined. Using the component 


values that generated the family of curves of this figure, 
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оваца + оте) 
Т. (58) - 2 3 
1 + s(0.51-0.15B)+ s (0.147-0.011B) + 0.001555 


or rearranging: 


T, (s) = 0.64585(5 + 10) 


а СТ ОГ Шш BEC SS 


Now considering the curve corresponding to the amplifier 
gain 'B' equal to 3.0, the transfer function becomes: 


то(в) = ~ 2-235 s(s + 10) 


а ата ои 


Extracting one of the roots from the denominator, 


_ 1.935 s(s + 10) 
T (s) = 2 
(s + 73.142)(s“ + 0.408s + 8.87) 


By equating 


ще + 0.408s + 8.87 = 3 + 200) 5 + ш 


from which: 


шт 8.87 + 2.97 ë = (0.408)/(2) (2.97) = 0.0688 


The values of these poles are readily confirmed when ex- 
amining figure 4-9. The peaking occurs at omega equal to 3 
which is the case for complex conjugate roots as two of the 
poles. An additional 20 db drop occurs in the vicinity of 
omega equal to 70 which corresponds to the real pole at s 


equal to 73.142. 
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4.4. For section 3 of the double tuned filter, the high 
pass filter section, the 3 db down frequency is easily de- 
termined by equation 8 of Appendix A and no additional am- 


plification is necessary. 


4.5. To complete the investigation of the double tuned 
filter, the three individual sections will be combined. For 
this illustration a resonant peak located at omega equal 
to 3 will be examined. Using the component values which 
resulted in figures 4-4 and 4-9 and a 3 db down frequency 
for the high pass section located at omega equal to 3, the 
transfer function for the entire network can be derived by 
the multiplication of the three individual transfer func- 


tions; 1.e., 
T(s) = T- (s) T, (s) Т з (8) 


The two amplifier gains will be retained as variables in 
deriving the combined transfer function. 
Using these element values, the combined transfer func- 


tion becomes: 


0.03333ABs“ +0.03663ABs 2 +0.00333ABs 


о =  — 
1+3 (2.083-А-О 58) +5" (1.353-0.1783А-0.10758+0.05АВ) 
+33 (0.3815-0.0808А-0.024458+0.00625АВ) 
+84(0.111-0.01208А-0.001888+0.00042АВ) 


-87(0.02342-0.00042А-0.000048)-0.0000459 
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Figures 4-11 through 4-13 are the frequency responses ob- 
tained when B the amplifier gain of section 2 has the values 
2.5, 2.0 and 1.5 respectively, and the section l amplifier 
gain A varies over the range of 1.0 to 3.0. In each figure 
the peak response occurs for the amplifier gain A equal to 
3.0. For these three figures observe that for figure 4-11 
there is a 25 db drop per octave, for figure 4-12 the drop 
is 30 db per octave, and for figure 4-13 a 40 db drop per 
octave is achieved. These responses are the ones desired 


for this high Q double tuned filter. 
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Figure 4-2. Example of the High Q Associated with 
the Double Tuned Filter 
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Figure 4-4. Frequency Response of Section 1 of the Double 
Tuned Filter with the Resonant Peak at Omega 


= 3. C=C 5=1 R,-R,-0.333 


56 






—m Dp — md 
-e ы 2-24 


30 
20 


L WEE 0.2 
м 
ВЭ ! 0.1 


меди! цае 


Figure 4-5. Frequency Response of Section l of the Double 
Tuned Filter with the Resonant Peak at Omega 


= 10. R. = 0.1 Бус 0.05 Ci = 2 С, = 1 


= 


57 








ш >= J шээг 
Gum s Y У і ik 
тээ. И р. 

| LA №. 
> НА ЕЕ ЕЕ те 


— —— |í — тт 


e 


















—— 2 








ШЕ ee эг. гээл ¿| se ээ. 
um ос MEE m Е а 
о ЭРЭН ЕУ И и M—— | 0 
ac | ІН. ты ma), ЕЕ 
БЕ „тыг л мы D — WE. о NN 
= ike 7ч s Gi - 
| сеат ни ы LL. S| 
+ Ч | 1 8 4—9 
ү) = || e | 0.1 
Magnitude (ав 
Figure 4-6. Frequency Response of Section 1 of the Double 


Tuned Filter with the Resonant Peak at Omega 


= 100. Ку = К, = 0.1 C17 € - 0.1 


58 


[NNN NNM, 
ОКА и 
ММ. 
У. 
LT SSH 
111111 


0) 
D 
H 
O 
с 
O 
“A 
44 
U 
0) 
о 
ан 
ХҮ | 
O 
Л 
Ж 
E E 


TD 


ANN 
ШЕ 
~ 
UN 
113 
4 4 1 


T 





о 
е 34 
Осн 
«Ше о 
Ж“ рт D 
~ oo 
e GE 
Е 2 
= 






о о о ооосро 





== = a 
== ee 1111170 
р пи л 


| 


и: LEE МА. 7% 


Magnitude (db) 


Figure 4-9 Frequency Response of Section 2 of the Double 
Tuned Filter with Two of the Poles Being Com- 
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Frequency Response of the Double Tuned Filter 
with the Amplifier Gain of Section 2 Equal to 
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5. GENERAL COMMENTS AND RECOMMENDATIONS 


5.1. Two different applications of parameter planes in net- 
work design were demonstrated for the design of the active 
parallel-T filter of section 3 and for the design of the 
active low pass filter of section 4. For the active paral- 
1е1-Т filter, the utilization of constant bandwidth curves 
was demonstrated while the utilization of constant zeta 
curves provided additional information for the design of the 
active low pass filter. 

For the third order system represented by section 2 of 
the double tuned filter, two different but related techni- 
ques were investigated for possible applications of the 
parameter plane techniques in this network's design. 

Since the desired result was to have a network whose 
frequency response represented a high Q, the first techni- 
que involved a general solution for the poles of the trans- 


fer function represented by 


2 


(s + 217 + 200) 5 + Ww, ) (5-1) 


First the denominator of equation 4-5 was rearranged and 
put in the form 


= + та + cs + d 


Then performing the multiplication of equation 5-1 and 


equating coefficients: 
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a + 26% = К 
2 
ш СЕО Е с 
n n 
а а 
n 


By performing the necessary operations on these equations 
it is possible to formulate independent relationships for 


a and wo These are 


Л. 2 2 ад „ү, 
п п п 


апа 


ва - тас + cda - d= 0 


However, the formulation of an independent relationship for 


C resulted in the following two equations. 


2tw 3 +- а=Б щ 2 
п п 
апа 
3 » 
и 43:2] d. 25 с 
n n 


Since the elimination of ш, from these two equations is not 
possible, and ш. 15 not a function which is independent ої 
b, c, and d, an independent relationship for € could not be 
found. 

With the inability to formulate an independent rela- 


tionship for zeta, which is the most important factor in 
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the determination of the roots which will give the desired 


high Q, a second technique was employed. From (4), 


2 

3 2 — 2c 085 s^ 
s bs ов SR Ги ты 
п 


—À— (26а + — ) +s( 24 "D new 
w n 


Using this equation and the relationship that 


"o t E T ES 
47 15 а 52 фа эта s? Е ра“ EG Saree A 
2 1 О 
where 
ра, = a, 
2 _ 
ЕБ = a, 
коша а 
О О 


an attempt was made to determine whether the results shown 
in (4) could be achieved. This investigation also resulted 
in the inability to formulate the desired independent rela- 


tlonships. 
5.2. Recommendations 


5.2.1. It is recommended that further study be given to 
the formulation of adequate and satisfactory parameter 


plane representations for third order systems. 
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APPENDIX A 


Derivations of the transfer functions for the Double Tuned 


Filter. 


The transfer function for section 1 of figure 4-3 is: 


dn ПОР Р п оо чо 29 (1) 
R4 R4 IT l-R4C,S 1-8,С.,5 

Eo = AE, (2) 
Fin | Е „С 25 Г aa һай кше a 5105 

R4 1+В С 8 R4 171 1+R,jCəs 

E + е = Ес ЕЕ GE ы; 

їп 1+R,Cəs 1 J 171 1+R,Cəs 


Et + E; R4C5S + E.R Cos = E,*E,R4C,S T ЕКС? 


+ EB. R. R. C. C Эн 


JS oo оо от 
АЕ, + АЕ, В.С. = Е, ү? + в(в.с)+ ВС, + (1-А) ЕС, 
2 
ен = ] 
Um E» (s) 2 A(1 + R4C,S : 
1 E. 2 ще 
(2) l + s[R1C1+ R2C2+ (1-А)В,С,518 ВүС,В,С,8 

_ (а/вусу)(в +(1/в„с„) ) (3) 

T,(s) = — 4+ + 


2 
S + з (вусі + R5Cot (Rew /Ё(С,8,С,4(1/В(С.8Х5) 
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For section 2 of figure 4-3 the transfer function is: 


в, = Б Е E =E 


2 3 3 4 E 
а ве ста = 0 (4) 
R, + 1/C4s R, R. 
E 5 E- -E 
3 4 5 4 
ШЕТ ещ: 2 m 0 (5) 
R. 475 R. + 1/Ces 
2-1: (6) 
Rearranging equation 4 
т” а-а 
1+Е С 48 R. l-R4C4S R4 Re 


ЕК. КС 35 Е E,R, (1+R,C38s) = EAR, R.C3,StE,R, (1+8.С.$)+ ERRES) 


E EjRjR.C4S + E,R,(1+R,C,5) 
E | В В,С35 + R, (1+R,C,s) + В, (1+В.С.з) (4а) 
for equation (5) 
й а Чи ла с Е „С 8 E S° 
Ќе R. 4 5 1+R Ces l1+R Ces 
ы _ Е (1+В С 8) + Е В.С.8 (1+Е С в) + Е ВКС 8-Е „К.С 5 
3 1 + R Ces 


(5a) 
By equating equations (4a) and (5a) and cross multiplying 


(E2>R4RsC3S 十 E RA (1+R,Cjs)) (L1+R Css) = 


KOS n ir (Ton ај кв, (148.653) (Е, (16 С в) 


С з-Е 


"ЕКС 5 (1+8 С 5) +E, R, 6 58.8) 
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| Е„ВАВЕС 45 + E R) Е ЕВ, ВС. | Ë + R Cos | = 


| В,С. + Rs 十 К-КС;5 + R, + R,R,C,5 | х 


| 2 
Б» 5--Е,В2С,5 6 Е,ВсЁсС,С,5 КЕ В С.8 - Е,В.С,8 


47676 45 6 5.5 6 
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2 4 5 3 456 3 6 SUD 
+ Е ік Ro Dp ps Cr bei ^c + R ^c zo BOR ^c + RIRC 
5 255 3 5 6 6 DI NS 5: db S 6 За НЕ 
+ ЕК „КСБ T R F.C =>" В R RC. | s 
+ Е IR ВСС РВВ ^c ГР Е КЕ “c 人 ER R з e 
5 45636 4 5 7375 45 73376 4 5 736 
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— КаК. Сасе + КАКЕКА С Се = R3R4RSC3C5 Р R3 R4 R5C3C6 
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г 9 2 | 3 
+ E. |8,8; веб с. + ЕШ “к С С О «көнер КВС ССС, |5 
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T (s) = E, (s)/E, (s) = 


BR Css (1 + R Css) 


4 
1 + а(Б,С.+ R-C-+ R-C -+ R.C ВВ С-В Св 


алы сь B ME Е ER 


466} + 


2 
+ s (В,В,С-С, T R4RSC3C5 T вив Са С ВЬ,К,С.С, 
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= ВК К.С СБ ТЕ КВ СС т R43R4C4C5 zi: R4R4C5CG 
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BR4C3S (1 + ВеСе 
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5) 
То (8)  тїз(Б 


2 
+5 (Е,8,С.,С,4 R4jRgC4C6* RjRjC4C5 TR, RC, *R,RGC4CG 


十 R4RSC3C5T+ ВВ СЬС + (1-В) В В.С.С 1 (1-В) ВКС Св 


+(1-В) В.В C.C.) 
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Е ВкС.С С.) 


3 
+s (R4R5REC С С +вВ „В В „С.С.С+В 4Pg€ 3€95€g 


В ое 3 


For section 3 of figure 4-3 the transfer function is: 


T (s) » ———— (8) 
3 в + 1 /вс 
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